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August 22, 1991 


Mr. Ken Krivoe 
Philip Morris USA 
800 Fairway Drive 
Suite 150 

Deerfield Beach, FL 33441 
Dear Kent 


Per our conversation, the following is the specifications 
regarding the trailer and hitch. 


Tongue weight 
Ball sice 
Unladen weight 
Gross weight 
Brakes 
Plug 


approx. 300 lbs. 

2-5/16" 

2400 lbs. 

7200 lbs. 

Electric 

Industry standard Bargman Plug 
6 prong. 


If you have any further questions,do not hesitate to call. 


Best regards. 


RTW/fc 



•'V Ob t>T 

Robert T. Watson 
Account Executive 
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